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UNITED STATES DEPARTMENT OF AGRICULTURE 1. REGISTRATION NO. CUSTOMER NO. 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 23-R-0091 362 


Interagency Report Control No 
0180-OOA-AN 


FORM APPROVED 
OMB NO. 05794)036 


I 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


2. HEADQUARTERS RESEARCH FACILITY fNama ar)d Address, as registered with USDA. 
Inc/ade Zip Coda) 

CHILDREN'S HOSPITAL OF PITTSBURGH 
3705 FIFTH AVENUE 
PITTSBURGH, PA 15213 
(412) 692-6360 


3. REPORTING FACILITY (List all locations where animals were housed or used In actual research. tesSng, teaching, or experimentation, or held for these purposes. Attach additional 
sheets If necessa 


FACLITY LOCA 


See Attached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH fACtlOy (Attach atmon^ Sheets if riecesaery or use AF>HI$ FORM 7023A ) 


Animals Covered 
By The Animal 
Welfare Regulations 


ASSURANCE STATEMENTS 


B. Num 

animats being 
bred. 

conditioned, or 
held for use In 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 


umber of 
animals upott 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 


Number of animais upon 
which experiment, 
teaching, research, 
surgery, ortesis were 
conducted Irwolvmg 
accompanying pain or 
distress to ttte animals 
and for which apprxtpriate 
ateslhetic. anal^ic, or 
Iranquilzing drugs were 
used. 


E, Numberofanimalsuponwhlchteachlng. 
experiments, research, surgery or tests were 
Dorrducted Involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic.anaigesic. or tranguillzing drugs would 
have adversely affected the procedures, results, or 
Interpretation of the teaching, research, 
experiments, surgery, or tests. (Ar) explanation of 
the procedures producing pain or distress in these 
animale and the reasons such drugs were not used 
must be attached to tNs report) 






1) Professionally acceptable standards governing the care, treatment, and use of animals, induding appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to. during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal Investigator has considered alternatives to painful procedures . 

3) Thisfacllity is adhering to the standards and regulations under the Aa, and it has required that exceptions to the standards and regulations be specified and ei^lalnedbythe 
principal Investigator and approved by the Irutitutional Animal Care and Use CommiBee (lACUC). A summary of all tha excaptiot^s la attachad to this annual report In 
addition to Identifying the lACUC-approved exceptions, this summary Includes a brief^iplanaiion of the exceptions, as well as the species and number of animals affected. 

4 ) The attending veterinarian for this research fedirty has apprcpriate authority to erwure the provisfen of adequate veterinary care and to oversee the adequacy of other 
aspects of animal cere and use . 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(ChiBf ExecutivB Officer or Legally Responsible Institutional official) 

I certify that the above is taie. correcL and complete (7 U.S.C. Section 2143) 



I SIGNATURE OF C.E.O. OR INSTITUTIONAL OFFICIAL 


b6, b7c 


: K TTTi P rir r F rt rro w-RTm mnuAi nFFiriAi rruno nr Prim) 


b6, b7c 


DATE SIGNED 



ijiy/o 


ADQUARTERS 


































